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drawn, it is about 3 miles long, 2 miles wide, and 5
square miles in area.

Outside the last curve, the shock diminished rapidly
in Intensity. At Monte Tabor and Bagno, it was very
slight; in the town of Ischia, only about half the
people were conscious of any movement; and at
Capella, a small village to the south, it was not felt at
all Again, the shock was perceptible, though only
faintly, in the neighbourhood of Campagnano, at
Serrara to the south of Epomeo, and at Panza near
the south-west corner of the island. On the other
hand, at Fontana, which occupies approximately the
centre of the crater of Epomeo, there were evidences
of a distinctly stronger shock. No house actually fell,
and side walls were but little injured; but the roofs,
which are of great weight, suffered considerable
injury.

In the adjacent island of Procida, the shock was
felt distinctly by many people, and by some, though
slightly, at Monte di Procida, Misenum, and Bacoli,
on the coast of Italy. No record whatever was given
by the seismographs in the university of Naples and
the observatory on Vesuvius. We have of course no
means of estimating the exact size of the disturbed
area, but In this respect, disastrous as the earthquake
was In the neighbourhood of Casamicciola, It was
clearly inferior to all but the very weakest earth-
quakes felt in the British Islands.

POSITION  OF THE EPICENTRE.

In determining the position of the epicentre,
Mallet's method was closely followed. Fissures in
buildings were used for the most part, In two out of